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more care for its Prefer vation than for its Deft rudion 
and therefore it may much better be inferr'd from the 
Premiles, That Contagious Dlfeafes muft needs be com- 
municated to the Blood by Infpiration into the Lungs, 
rather thanany other way. 



I[. An ExtfoSl of a Letter from Dr. William 
Oliver, Commnmcated by Walter Moyle, Efq'y 

Torbay, the i ^tb. of July 3 169;. 
SIR, 

WHen weCruifed in the Bay of Bifc^y, June the 
%th, and had a hundred Fathom of Water, we 
took a Quart Glafs Bottle ftopt with a large Cork, and 
after tyed down with a ftrbng Packthread, as we ufe t© 
for Bottle Sydec, or Ak, fettening our Bottle to cur 
Piumbing-rope, and with a Lead at the end, funk it to 
the bottom of the Sea, which as foon as we perceiv'd, 
we drew it up again, and found the Cork quite prefs'd 
thro' the neck of the Bottle into its cavity, and the Bot- 
tle full of Salt Sea- Water. We repeated our Experiment 
withanothqr Bottle and Cork in the fame manner asbe- 
fore, but the Cork being not found, the Sea- Water 
foak'd thro' it, and the Bottle was half full of Water, (o 
the Cork remain'd in the mouth of the Bottle not prefs'd 
down at all. We repeated our Experiment a third time 
in ninety Fathom of Water, with a very found Cork, 
and much larger than the mouth of the Bottle, for we 
were forc'd to beat it in with a Hammer as far as it 
would go, leavingabout an inch of the Cork above the 
mouth of the Bottle, and tyed down as before, but it 
fucceeded not fo well as at firft, tho' the Cork was now 
prefs'd down into the neck, and became level with the 

mouth 
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mouth of the Bottle ; and I really believe, had we ten 
or twenty Fathom of Water more, 'twould have fiic- 
ceeded as well as our firfl Tryal I fend you not this 
as an Experiment altogether new to you^ and fnall in- 
fifl no longer on it, but proceed to an uncommon Plm- 
fiomenon I met with near this place. Going a-flioar one 
day laft Week to breath a little Land Air, I walked about 
a Mile into the Country to fee a Well much talked of in 
thefe Parts,caiied21<ij.pfJ?^,which made me more than a* 
mends for the pains I had taken to come at ir. This 
Well is about fix Foot long, five Foot broad, and near 
in. Inches deep, which ebbs and flows very often tvtxy 
houfj vifibly enough ; for from high Water to low Wa- 
ter-mark, v*^hich I meafiired, I found it fomewhat more 
than five Inches. I could not fee any augmentation 
above my mark when it flowed, nor fell it below my 
mark when it ebb'd, but always kept the fame difl:ance. 
I obferved the Time as well as I could, but having no 
Minute- Watch nor Glafs, I could not meafure that £q 
exactly, but really judg'd the flux and reflux, taken both 
together, was performed in about two Minutes ; nothing 
could be more regular, each fucceeding the other as the 
Tides of the Sea do : The next time I go a-ftioar Fie 
have a Minute-Glaft, and be more exaii. I drank of 
it, and found it a pleafant , delicate, fine, foft Water , 
not brackifli at all, which the Country People ufe in Fe- 
vers as their ordinary Diet-drink, which fucceeds mighty 
well 
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